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End Traffic! End Traffic!! (So-To-Speak) 

May 16, 2019 | HEALTH, ENGINEERING 


This'll save commuters (on average) 15 minutes on the hour (all) 

Conce pt: 

2nd level freeways. 

Desi gn [ 2 floor max - due to additive wei g ht ( risk of net columnar instability /failure ): 

(Up to 5 lane width (standard size)) 

- 4' x 4' columns (stainless steel). 15' in height. Spaced 12' apart (each side of freeway 
"road"). 

- 2nd floor (proper): 8' thickness (inferior: V of stainless steel; superior (to steel): 7' of 
"gravel" (standard concrete material). 

-100 mile "stretches" - begin construction at start-point and end-point (minimizes "side-of- 
road" disruption(s) for short-commuters) until meeting at "half-way point," then set down 
bridge proper as detailed above. 

- Have 2nd floor onramp and offramp reach horizontal level for 10' prior to first column (to 
avoid columnar "tipping" risk). 
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